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Komatsu PC350-8 Hydraulic Excavator that was being towed by the dozer 














Location of the Copperhead Shackle WLL25T CA1-1/34A attached to the 
bucket of the excavator. 

Note: The 4” X 20’ synthetic sling that broke free form the shackle during 
towing operation. 
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